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TABLE 1 — Continued				
Statutory Activity/source           authority	Regulatory program	Approach to protection	Notes	Priority
Colorado Health Statutes (25-1-101 et seq.)	Sludge Disposal Reg's (to be developed)	Performance standards	Currently guidelines only. Being proposed for regulation to Colorado Board of Health February, 1984. Application rate calculations to be required.	
6.0    In situ uranium        Water Quality Act recovery                    (25-8-506) Radiation Control Act (25-11-101 et seq.)	Ground Water Quality Control Regulations (to be developed)	Design criteria, performance standards	506 regulation needed, since this activity is not under equivalency provision with Radiation Control Act.	Medium
7.0    Underground           Water Quality Act disposal via               (25-8-101 et wells                          seq.)	CDPS Regulations for point sources (5 CCR 1002-2)	Effluent limitations, performance standards	Not being implemented at this time though authority exists.	Medium
	or			
	Ground Water Quality Control Rcu-nil o-Hrk-ne  /f/-» Ko	Performance standards, design r>riff»rifl    anH/nr	EPA has promulgated proposed regulations for Classes I, III, TV   and V Underground	
